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Abstract — A novel microelectromechanical systems (MEMS) 
actuator for patch antenna reconfiguration is presented for the 
first time. A key feature is the capability of multi-band opera- 
tion without greatly increasing the antenna element dimen- 
sions. Experimental results demonstrate that the center 
frequency can be reconfigured from few hundred MHz to few 
GHz away from the nominal operating frequency. 

I. Introduction 

In recent years microelectromechanical systems 
(MEMS) based switching and actuating devices have 
emerged as a viable alternative to solid state control de- 
vices in microwave systems. The MEMS devices offer the 
following advantages [1] first, significant reduction in 
insertion loss, which results in higher figure-of-merit. 
Second, they consume insignificant amount of power 
during operation, which results in higher efficiency. Third, 
they exhibit higher linearity and as a result lower signal 
distortion when compared to semiconductor devices. In 
addition, it has been also demonstrated that MEMS based 
switches and actuators can enhance the performance of 
antennas. For example, a patch antenna on a suspended 
micromachined fused quartz substrate that can rotate can 
perform spatial scanning of the beam [2]. A Vee-antenna 
with moveable arms constructed from polysilicon material 
can steer as well as shape the beam [3]. Furthermore, a 
field programmable metal array consisting of several thou- 
sand microswitches placed along the perimeter of a patch 
antenna can provide frequency reconfigurability [4]. 

In this paper, we present two new digitally reconfigurable 
patch antennas via use of MEMS actuators. The key fea- 
tures are first, the capability of multi-band operation with- 
out greatly increasing the antenna element dimensions, thus 
allowing for use in planar phased arrays. Second, each ac- 
tuator requires only a single bias line for control, which 
implies greatly simplified construction and operation. 

n. MEMS Actuator Design 

Patch antennas with two independent MEMS actuators 
and with two MEMS actuators in series are illustrated in 


Figs. 1 and 2, respectively. Each actuator consists of a 
moveable metal overpass suspended over a metal stub. The 
overpass is supported at either ends by metalized vias which 
are electrically connected to the patch antenna. The metal 
overpass is free to move up and down and is actuated by an 
electrostatic force of attraction set up by a voltage applied 
between the overpass and the metal stub as illustrated in 
Fig. 3. A dielectric film deposited over the metal stub pre- 
vents stiction when the surfaces come in contact. The metal 
strip of length L and width W attached to the metal stub 
behaves as a parallel plate capacitor. The patch antenna 
operates at its nominal frequency as determined by the di- 
mension b when the actuator is in the OFF state. The ac- 
tuator is in the ON state when the overpass is pulled down 
by the electrostatic force due to the bias, and the capaci- 
tance of the metal strip appears in shunt with the input im- 
pedance of the patch antenna. This capacitance tunes the 
patch to a lower operating frequency. During the synthesis 
process, the inductance and capacitance of the actuators and 
their locations in the patch should be taken into account in 
order to ensure a constant input impedance. 

III. MEMS Actuator Fabrication 

The first step is the metal deposition and patterning us- 
ing the lift-off process for, the patch, the microstrip feed 
line, the capacitive metal strips, and the probe pads. The 
metalization is titanium/gold and the thickness is about 
0.8 pm. The substrate is a high resistivity silicon wafer 
(p > 3000 Q cm, £, = 1 1.7, h = 400 pm). Second, an insu- 
lating layer to support the overpass is built-up to the re- 
quired thickness by multiple spin-coats of spin-on-glass 
(SOG) (hi = 2.0 pm, e r i = 3.1). Third, using photoresist 
and dry etching techniques, the SOG over the metal stub is 
partially removed leaving behind a dielectric film which is 
about 3000 A thick to prevent stiction. Fourth, via holes 
(d =35 pm) for the vertical interconnects are patterned 
using photoresist and dry etching techniques. Fifth, the 
metal overpass (L p =380 pm, W p = 80 pm) is fabricated 
using titanium/gold by a lift-off and electroplating 
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process. This step metalizes the via holes as well and en- 
sure electrical continuity between the patch and overpass. 
The thickness of the overpass metal is about 2.0 jam. In 
the last step, the sacrificial photoresist layer below the 
overpass is removed by super critical C0 2 dry release 
process. Rectangular holes 10x10 |im in size are provided 
in the overpass to facilitate the removal of the sacrificial 
layer. The photomicrographs in Figs. 4 (a) and (b) show 
the MEMS actuator as viewed from the top and the span 
of the overpass, respectively. 

IV. Experimental Results and Discussions 

Patch antennas with the integrated MEMS actuators are 
experimentally characterized by measuring the return loss, 
Si i, as a function of the frequency with and without the 
actuation voltage. The return loss is measured using a 
ground-signal-ground RF probe calibrated to the tips using an 
impedance standard substrate. The actuation voltage is 55 V. 

A. Patch With Two Independent Actuators 

Experimental Results. — The measured return loss for 
the two states of the actuators are shown in Figs. 5(a) 
through (c). When both the actuators are in the OFF state, 
the patch resonates at its nominal operating frequency of 
about 25.0 GHz as shown in Fig. 5(a). The -10.0 dB 
return loss bandwidth of the patch is about 3.3 percent. 
When actuator #1 is in ON state and actuator #2 is in the 
OFF state, the resonant frequency (f r ) shifts to about 
24.8 GHz as shown in Fig. 5(b). Similarly, when actuator 
#1 is in the OFF state and actuator #2 is in the ON state, 
the f r shifts to 24.8 GHz. This result is expected since the 
two actuators are identical in construction. The step 
change of 200 MHz in the f r for both cases is about 
0.8 percent of the patch nominal operating frequency. 
Finally, when both actuators are in the ON state, the f r is 
24.6 GHz as shown in Fig. 5(a). The shift is twice as much 
as the case, when a single actuator is turned ON. Further- 
more at resonance, the magnitudes of the return loss are 
almost equal for the two states, implying minimum loss of 
sensitivity. Thus for this configuration, the patch antenna 
can be dynamically reconfigured to operate at different 
bands separated by a few hundred MHz, by digitally ad- 
dressing either actuators or both actuators. This is a desir- 
able feature in mobile wireless systems to enhance 
capacity as well as combat multipath fading. 

Numerically Simulated Results (Method of 
Moments) . — The computed f r as a function of the length L 
and the width W as parameters are presented in Fig. 6. 


This figure shows that for small L (380jum) and W 
(50|im), the f r is 25.93GHz, which is equal to the f r of an 
identical patch without actuators and metal strips. Further, 
for a fixed W as L increases, the f r decreases and can be 
precisely controlled to a few tens of MHz. 

B. Patch With Two Series Actuators 

The measured return loss of the patch antenna with the 
MEMS actuator in the ON and OFF states are shown in 
Fig. 7. It is observed that when the actuator is in the OFF 
state the patch resonates at about 25.4 GHz. When the 
actuator is in the ON state, the f r shifts to 21.5 GHz. This 
is a first experiment and impedance matching at 21.5 GHz 
was not optimized. The numerically simulated f r is about 
21.6 GHz. Thus for this configuration, the patch antenna 
can be dynamically reconfigured to operate at two differ- 
ent bands separated by a few GHz, such as, for transmit 
and receive functions in satellite communications. 

V. Conclusions 

Two novel frequency reconfigurable patch antenna ele- 
ments with integrated MEMS actuators are presented for 
the first time. These patches can be dynamically reconfig- 
ured to operate at frequencies separated by about 0.8 to 
15 percent of the nominal operating frequency. Further- 
more, the actuators are simple to fabricate and also com- 
patible with array antennas. At the present time, these 
actuators are used in an array environment to reconfigure 
not only the resonant frequency but also the phase of the 
radiated signal from the individual elements. 
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Fig. 2. Frequency reconfigurable patch antenna element 
with two series MEMS actuators, L = 2600 W = 100 


Fig. 1 . Frequency reconfigurable patch antenna element with two 
independent MEMS actuators, L = 580 °^m, W = 50 ^m, a = 2600 ocm, 
b = 1500 ©cm. 
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Fig. 4. Photomicrograph of a MEMS actuator, (a) Top view, (b) Side view. 
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Fig. 5. Measured return loss demonstrating frequency recon- 
figurability when the MEMS actuators are biased independently, 
(a) Both actuators are either in the OFF state or ON state, (b) 
Actuator #1 is ON and actuator #2 is OFF. (c) Actuator #1 is 
OFF and actuator #2 is ON. 
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Fig. 6. Computed resonant frequency as a function of the 
actuator length and width for patch antenna element with two 
independent MEMS actuators. 
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